No Objection to Declassification in Full 2010/08/02 - LOC-HAK-186-8-14-2 
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MENA: ISRAELIS SINK GREEK OIL TANKER IN SUEZ GULF 


251345 CAIRO MENA IN ARABIC 1341 GMT 25 CCT 75 & 


$MPEXT) “SUEZ--ISRAEL PHIS “MOR WING, THURSDAY, DESTROYED. 

A GREEK OIL TANKER IN THE GULF OF SUEZ SOUTH OF ADABIYAH, 
SETTING IT ON FIRE ANO SINKING-IT DESPITE THE FACT 
THAT iHE OIL .ANKER WAS FLYING THE GREEK FLAG. .THIS OCCURRED | 
3 DAYS AFTER THE ISSUANCE °F T.E SECURITY COUNCIL RESOLUTION — 
FOR A CEASE-FIRE. oe ee ae 
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